ARTICLE 8 zoning bylaw amendment/residential 

DRIVEWAY AND PARKING ACCOMODATION ZONING CHANGES 

To see if the Town will vote to amend the Zoning Bylaw to address design and construction of new 
residential driveways and parking accommodations by: amending ARTICLE 8 SECTION 8.07 PARKING IN 
RESIDENTIAL DISTRICTS to set the maximum allowable grade for driveways accessing below-grade 
garages for single, two-family, duplex, or three-family dwellings at 15 percent (15%) unless authorized 
by special permit; amending ARTICLE 8 SECTION 8.07 PARKING IN RESIDENTIAL DISTRICTS to require 
vegetated buffers; amending ARTICLE 8 SECTION 8.07 PARKING IN RESIDENTIAL DISTRICTS to allow for 
incentives for surface parking at newly-constructed single, two-family, duplex or three-family dwellings; 
amending ARTICLE 8 SECTION 8.01 OFF-STREET PARKING REQUIREMENTS to decrease the number of 
off-street parking spaces required per dwelling unit from two (2) to one (1) for all single, two-family, 
duplex, or three-family dwellings; amending ARTICLE 6 SECTION 6 TABLE OF DIMENSIONAL AND 
DENSITY REGULATIONS to consider changes to minimum setbacks; or take any action related thereto. 

(Inserted at the request of the Redevelopment Board) 

amending ARTICLE 8 SECTION 8.07 PARKING IN RESIDENTIAL DISTRICTS to set the maximum allowable 
grade for driveways accessing below-grade garages for single, two-family, duplex, or three-family 
dwellings at 15 percent (15%) unless authorized by special permit; 

amending ARTICLE 8 SECTION 8.07 PARKING IN RESIDENTIAL DISTRICTS to reguire vegetated buffers 

Section 8.07 - Parking in Residential Districts 

ART. 70, ATM 3/77 

a. For single, two-family or duplex, and three-family dwellings, off-street parking shall not be permitted in 
the area between the front lot line and the minimum front yard setback except on a driveway not 
exceeding twenty (20) feet in width leading to the required parking space(s). Off-street parking is 
permitted in (1) the side yard and rear yard on a paved driveway, or in the case of a corner lot of less 
than six thousand (6,000) square feet in the longer of the two front yards up to a maximum of 24 feet in 
width, or (2) in an attached or detached garage, or (3) within the foundation of a dwelling provided the 
garaging is specifically designed for that purpose. Any driveway leading to off-street parking on a lot 
cannot exceed a 15% downward slope, as measured from the farthest point from the front property line, 

except by Special Permit. A space designed for parking within an existing garage is determined to meet 
the requirements of an off-street parking space. Side yards used for parking shall have a vegetated 
buffer when abutting a lot used for residential purposes, to minimize visual impacts. 

amending ARTICLE 8 SECTION 8.01 OFF-STREET PARKING REQUIREMENTS to decrease the number of off- 
street parking spaces required per dwelling unit from two (2) to one (1) for all single, two-family, duplex, 
or three-family dwellings; 

ARTICLE 8 OFF STREET PARKING AND LOADING REGULATIONS 

Section 8.01 - Off-Street parking Requirements 

TABLE OF OFF-STREET PARKING REGULATIONS 


Use_Number of off-street parking spaces per unit 

Dwelling, one-, two-, and three- Two (2) One(1) per dwelling unit, 

family units. 
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